Ft dart I Trad* Commission Tar, Nicotian, and Carbon Monoxide Report 


Brand Name’"' 1 

Description 

TAR 

NIC 

CO 

ALPINE. 

. . . KING F SP MEN . 

. 15 

1.0 

15 

ALPINE.. . . , 

... 100 F SP MEN . 


'Y?r/>o 

14 

ALPINE. 

. . . KING F SP MEN LT. 

. 09 

0.7 

■a -e- 

ALPINE. 

... 100 FSP MEN LT. 

. 09 

0.7 

ii 

ALPINE. 

... 80 F HP MEN FUL FLA. 

. 15 

1.0 

14 

ALPINE. 

... 80 F HP MEN LT. 

. 09 

0.7 

10 

AMERICAN FILTER . . . . 

... 100 F SP. 

. A&m 

1.3 

16 

AMERICAN FILTER_ 

_KING FSP . 

. 16 


14 

AMERICAN LIGHTS . . . 

... 100 F SP LT.. 

. 12 

1.0 

12 

AMERICAN LIGHTS . . . 

. . . KING F SP LT. 

. 11 

0.9 

A 2 - 

AMERICAN LIGHTS . . . 

... 100 FSP MEN LT. 

. 11 

-0 A/>o 

11 

B & H DE-NIC . 

. . . KING F HP MEN LT. 

.-ea £ 

0.1 

08 

B & H DE-NIC . 

... 100 FHPLT.. 

. 08-7 

0.1 

-08- 

B Si H DE-NIC . 

... 100 F HP MEN LT. 

. 08 

0.1 

-08- 

B 81 H DE-NIC . 

. . . KING F HP LT. 


0.1 

08 

BARCLAY . 

. . . KING F HP . 

. 04 

0.3 

03 

BARCLAY . 

. . . KING F SP :. 

. 04 

0.3 

03 

BARCLAY . 

. . . 100 F SP. 


0.4 

04 

BASIC** . 

. . . KING F SP . 

. 16 

1.1 

NT 

BASIC** . 

... 100 F SP. 

. Ifi 

1.2 

NT 

BASIC** . 

. . . KING F SP LT. 

. 10 

0.8 

NT 

BASIC" . 

. . . KING F SP MEN LT.. 

. 11 

0,8 

NT 

BASIC" . 

... 100 F SP LT. 

. 11 

0.8 

NT 

BASIC" . 

... 100 F SP MEN LT. 

. 11 

0.8 

NT 

BASIC" . 

. . . KING F SP ULTRA LT. 

. 06 

0.5 

NT 

BASIC" . 

... 100 FSP ULTRA LT . 

. 06 

0.5 

NT 

BASIC" . 

. . . KING NF SP . 

. 24 

1.6 

NT 

BELAIR. 

. . . KING F SP MEN . 

. 10 


TO” 




II 


n 

7 


*7 


* New brands or brands not widely available in the marketplace—data supplied by the company. 
"Private label cigarettes—data supplied by the companies. 

4 (less than) below the sensitivity of the testing method. 

Description: F—Filter; NF—Non-Filter; MEN—Menthol; HP—Hard Pack; SP—Soft Pack; REG—Regular 
(70mm); K—King Size (80-85mm); 100 and 120 are in millimeter per cigarette; LT—Light; 
FLA—Flavor; DLX—Deluxe; 10, 25, or 30: Number of cigarettes per pack if other than 20. 

TAR: Total particulate matter in milligrams per cigarette less nicotine and water. 

NIC: Total alkaloids reported as milligrams of nicotine per cigarette. 

CO: Carbon monoxide reported in milligram- per cigarette. "NT" entered where CO was not 
available. 
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Fadaral Trad* Coanu'tsion Tar, Nicotint, and Carbon Monaidda Report 


Brand Name*" -< 

Description 

TAR 

NIC 

CO 

BELAIR. 

100 F SP MEN . 

.... 08 

0.6 

-08 c ( 

BELA1R. 

KING F SP MEN LO PRICE . 

. . . . 14 

4-^- 1,1 

13 

BELAIR. 

100 F SP MEN LO PRICE. 

. . . . 14 

1.2 

13 

BELAIR. 

KING F SP MEN LT LO PRICE .... 

. . .. 09 

0.8 

40- ? 

BELAIR. 

100 F SP MEN LT LO PRICE. 

_-l-Q-? 

-Or9- 0.8 

10 

BENSON AND HEDGES .... 

KING F HP. 

. . . . 14 

1:2 /> a 

W- / 2- 

BENSON AND HEDGES .... 

100 FHP LT. 

_40 11 

0.8 

11 

BENSON AND HEDGES .... 

100 F HP MEN LT. 

_44 10 

0.8 

11 

BENSON AND HEDGES .... 

100 FSP. 

- ■^0-/6' 

1.1 

45 13 

BENSON AND HEDGES .... 

100 FHP. 

. . . . 16 

1.1 

15- l4 

BENSON AND HEDGES .... 

100 F HP MEN. 

_40-rs* 

1.1 

14 

BENSON AND HEDGES .... 

100 FSP MEN . 

. . . . 15 

1.1 

14 

BENSON AND HEDGES .... 

100 FSP LT. 

.... 10 

0.8 

11 

BENSON AND HEDGES .... 

100 FSP MEN LT. 

. . . . 10 

0.8 

11 

BENSON AND HEDGES .... 

100 F HP DLX ULTRA LT. 

.... 05 


06 

BENSON AND HEDGES .... 

100 F HP MEN DLX ULTRA LT . . . 

_-05-6? 

0.4 

-06- 7 

BENSON AND HEDGES .... 

KING F SP MULTI. 

_42 ~/f 

-©.-9-0, £ 

10 

BEST BUY". 

KING F SP FUL FLA. 

. . .. 16 

1.1 

NT 

BEST BUY". 

100 F SP FUL FLA. 

. . . . 16 

1.2 

NT 

BEST BUY". 

KING F SP LT. 

. . . . 10 

0.8 

NT 

BEST BUY". 

KING FSP MEN LT. 

. . . . 11 

0.8 

NT 

BEST BUY". 

100 F SP LT. 

.... 11 

0.8 

NT 

BEST BUY”. 

100 FSP MEN LT. 

.... 11 

0.8 

NT 

BEST BUY". 

KING F SP ULTRA LT. 

. . .. 06 

0.5 

NT 

BEST BUY". 

100 F SP ULTRA LT . 

. . . . 06 

0.5 

NT 

BEST BUY". 

KING NF SP. 

.... 24 

1.6 

NT 

BEST VALUE". 

KING F SP FUL FLA. 

. . . . 15 

1.2 

15 

BEST VALUE". 

100 FSP FUL FLA. 

. . . . 15 

1.2 

17 

BEST VALUE". 

KING F SP LT. 

. . . . 10 

0.9 

11 

BEST VALUE". 

100 F SP LT. 

. . . . 09 

0.8 

11 

BEST VALUE". 

100 FSP ULTRA LT . 

.... 05 

0.5 

06 

BEST VALUE". 

KING F SP MEN LT . 

. . . . 11 

0.9 

12 

BEST VALUE". 

100 FSP MEN LT. 

. . . . 11 

1.0 

10 

BEST VALUE". 

KING F SP ULTRA LT. 

.... 05 

0.5 

07 

BIG MONEY" . 

100 F SP MEN LT. 

.... 11 

0.8 

NT 

BRISTOL.. . 

KING F SP LT. 

. . . . 10 

0.8 

4-2-// 

BRISTOL. 

KING FSP MEN LT . 

. . . . 10 

0.8 

11 

BRISTOL. 

100 F SP LT. 

. . .. 10 

0.8 

-43- 

BRISTOL. 

100 F SP MEN LT. 

_44-/0 

-CL9-0, £ 

4-3-/3-- 

BRISTOL. 

KING F SP . 

.... 46-/ff" 

1.1 

-46- 15 ~ 

BRISTOL. 

100 F SP. 

. . . . 15 

1.1 

4-8- ((& 

BRISTOL. 

KING NF SP. 

. . . . 27 

-Vt? !< (x> 

16 

BRISTOL' . 

100 F SP ULTRA LT . 

. . . . -oo ^ 

00 0-9 -07- S' 

BRISTOL' . 

KING F SP LOWES" . 

. . . . 01 

0.1 

01 

r * t?, STOL*’ 

100 F SP LOW tST . 

. . . . 02 

Q .2 

03 

BUCKS . 

KING F SP . 

. . . . 14^ 

^rC't.O 

i? 

BUCKS . 

KING F SP LT . 

. . . . -40- H 

— Ot o 

BULL DURHAM . 

KING FHP . 

_ 45-ry 

-44-/.o 

-45- 



/V.z- 

J.oj 

H.l 
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Federal Trade C*«mi*Mon Tar, Nicotine, and Carbon Monoxide Report 


Brand Nama*'** ,< 
BULL DURHAM . . 
CAMBRIDGE .... 
CAMBRIDGE .... 
CAMBRIDGE .... 
CAMBRIDGE .... 
CAMBRIDGE .... 
CAMBRIDGE .... 
CAMBRIDGE .... 

^--CAMBRIDGE*_ 

^CAMBRIDGE*_ 

CAMEL. 

CAMEL .. i. 

CAMEL. 

CAMEL. 

CAMEL. 

CAMEL. 

CAMEL. 

CAMEL. 

CAMEL. 

CAMEL. 

CAMEL* . 

CAMEL* . 

CAPRI. 

CAPRI. 

CAPRI. 

CAPRI. 

CARLTON. 

CARLTON. 

CARLTON . 

CARLTON . 

CARLTON . 

CARLTON . 

CARLTON. 

CARLTON. 

CARLTON. 

CARLTON. 

CARTIER VENDOME 
CARTIER VENDOME 
CARTIER VENDOME 
CARTIER VENDOME 

CENTURY . 

CENTURY . 

CENTURY . 

CENTURY . 

CHELSEA*. 

CHELSEA . 

CHESTERFIELD . . . 


Description 

TAR 

NIC 

CO 

KING F HP LT. 

. 10 

0.8 

10 

100 F SP ULTRA. 

. 04 

0.4 

06 

KING F SP LT. 


0.8 

11 

KING F SP MEN LT. 

. 12 

0.9 

12 

100 F SP LT. 

. 11 

0.8 

13 

100 F SP MEN LT. 

. 11 

0.8 

13 

KING F SP FUL FLA. 

. 17 

1.1 

15 

100 F SP FUL FLA. 

. 17 

1.1 

16 

KING F SP LOWEST. 

. 01 

0.1 

01 

100 FSP LOWEST . 

. 02 

0.2 

03 

KING F SP . 

. 15 

1.1 

13 

KING F HP. 

. 17 

1.2 

15 

100 FSP LT. 

. 11 

0.8 

12 

KING F SP LT. 


0.8 

12 

KING F HP LT.. . 

. 09 

0.7 

12 

70 NF SP. 

. 22 

1.5 

13 

100 F SP. 


1.1 

16 

85 F SP ULTRA LT . 

. 06 

0.6 

08 

85 F HP ULTRA LT. 

. 06 

0.5 

08 

100 F HP ULTRA LT. 


0.6 

08 

99 F HP. 


1.3 

18 

98 F HP LT. 

. 08 

0.7 

10 

100 FHP. 

. 10 

0.8 

06 

100 F HP MEN. 

. 09 

0.7 

06 

120 F HP. 

. 13 

1.0 

09 

120 F HP MEN. 

. 12 

0.9 

07 

120 F SP. 

. 05 

0.5 

04 

KING FSP . 

. 01 

0.1 

02 

120 FSP MEN . 

. 05 

0.5 

04 

KING FSP MEN . 

. 01 

0.1 

02 

KING F HP. 

. 01 

0.2 

02 

100 FHP . 

. 01 

0.1 

02 

100 F SP. 

. 02 

0.2 

02 

100 F HP MEN .. . 

. 01 

0.1 

01 

100 FSP MEN . 

. 02 

0.2 

03 

KING F HP ULTRA_ .... 

. <0.5 

<0.05 

<0.5 

100 F HP. 

. 08 

0.7 

07 

100 F HP 10. 

. 09 

0.7 

08 

100 F HP MEN. 

. 09 

0.7 

07 

100 F HP MEN 10. 

. 08 

0.7 

07 

KING F SP 25. 

. 15 

1.0 

17 

KING F SP LT 25. 

. 08 

0.7 

10 

100 F SP 25. 

. 16 

1.2 

19 

100 F SP LT 25 . 

. 11 

1.0 

12 

100 F SP MEN LT 25. 

. 11 

0.& 

13 

100 F HP MEN . 


u. / 

1G 

100 F HP. 

. 10 

0.8 

10 

REG NF SP. 

. 18 

1.1 

11 
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federal Trad* Com mitt ion Tar, Nicotine, tad Car boa Nlgaandt Raport 


Brand Namo* - ** * 

Description 

TAR 

NIC 

CO 

CHESTERFIELD . 

. . . KING NF SP . 

. 22 

1.4 

14 

CHESTERFIELD . 

. . . KING F SP LT. 

. 10 

0.7 

11 

CHESTERFIELD . 

... 100 F SP LT. 

. 10 

0.8 

11 

CLASS A* . 

. . . REG NF SP. 

. 19 

1.3 

11 

CLASS A'. 

. . . KING NF SP . 

. 23 

1.6 

13 

CLASS A*. 

. . . KING F SP FUL FLA. 

. 15 

1.1 

14 

CLASS A*. 

. . . KING F SP MEN FUL FLA. 

. 16 

1.3 

14 

CLASS A*. 

... 100 FSP FUL FLA. 

. 15 

1.1 

14 

CLASS A*. 

... 100 FSP MEN FUL FLA. 

. 17 

1.4 

15 

CLASS A". 

. . , KING F SP LT. 

. 11 

1.0 

12 

CLASS A*. 

. . . KING F SP MEN LT . 

. 11 

1.0 

12 

CLASS A*. 

... 100 FSP LT. 

. 12 

1.1 

13 

CLASS A’. 

. . . 100 FSP MEN LT. 

. 12 

1.1 

13 

CLASS A*. 

. . . KING F SP ULTRA LT. 


0.7 

06 

CLASS A*. 

. . . KING F SP MEN ULTRA LT. 


1 

06 

CLASS A*. 

... 100 FSP ULTRA LT. 

. 06 

0.7 

05 

CLASS A*. 

... 100 F SP MEN ULTRA LT. 

. 06 


05 

CLASS A DELUXE _ 

. . . KING F SP DLX FUL FLA . 

. 15 

1.1 

14 

CLASS A DELUXE _ 

... 100 FSP DLX FUL FLA. 

. 15 

1.1 

14 

CLASS A DELUXE _ 

. . . KING F SP DLX LT. 

. 12 

0.9 

12 

CLASS A DELUXE*_ 

. . . KING F SP MEN DLX LT. 

. 11 

1.0 

12 

CLASS A DELUXE _ 

... 100 FSP DLX LT . 

. 11 


12 

CLASS A DELUXE*_ 

... 100 F SP MEN DLX LT. 

. 12 

1.1 

13 

CLASS A DELUXE . , . . 

... 100 F SP DLX ULTRA LT. 

. 06 

0.5 

06 

COST CUTTER*. 

. . . KING F SP FUL FLA. 

. 15 

1.2 

15 

COST CUTTER*.. 

... 100 FSP FUL FLA. 

. 15 

1.2 

17 

COST CUTTER*. 

. . . KING F SP LT. 

. 10 

0.9 

11 

COST CUTTER*. 

... 100 F SP LT. 

.09 

0.8 

09 

COST CUTTER*. 

... 100 F SP ULTRA LT . 

. 05 


06 

COST CUTTER*. 

. . . KING F SP MEN LT. 

. 11 

0.9 

12 

COST CUTTER*. 

... 100 P SP MEN LT. 

. 11 

1.0 

10 

DAKOTA*. 

... 85 F HP MEN FUL FLA. 

. 16 

1.2 

15 

DAKOTA*. 

. . . KING F HP FUL FLA. 

. 16 

1.2 

15 

DAKOTA . 

. . . KING F HP LT. 

. 11 

0.9 

11 

DAKOTA* . 

... 100 F HP FUL FLA . 

. 17 

1.2 

16 

DAKOTA* . 

... 100 FHPLT. 

. 12 

0.9 

13 

DORAL . 

. . . KING F SP LT. 

. 10 

0.8 

11 

DORAL . 

. . . KING F SP MEN LT. 

. 10 

0.7 

10 

DORAL . 

... 100 F SP LT. 

. 11 

0,9 

10 

DORAL . 

... 100 F SP MEN LT. 

. 09 

0.7 

13 

DORAL . 

. . . KING F SP FUL FLA. 

. 15 

1.2 

14 

DORAL . 

... 100 FSP FUL FLA. 

. 16 

1.2 

16 

DORAI. 

... 100 FSP ULTRA LT . 

. 05 

0.5 


DOR.AL . 

. . . KING F SP MEN FUL FLA . 

. 16 

1.2 

15 

DORAL . 

... 100 F SP MEN FUL FLA . 

. 16 

1.2 

17 

DORAL . 

... king f sp ultra lt . 


0.5 

07 

ENGLISH OVAL. 

. . . KING NF HP. 


1.9 

15 
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Fadaral Trad* Canmissioa Tar, Nicotina, and Carfaoa Mtaanda Rapart 


Brand Name*"'"' 

Description 

TAR 

NIC 

CO 

EVE . 

... 120 FHPLT. 

... 13 

1.0 

11 

EVE . 

... 120 F HP MEN LT. 

... 13 

1.0 

11 

EVE. 

... 120 F HP ULTRA LT . 

... 05 

0.5 

04 

EVE . 

... 120 F HP MEN ULTRA LT . 

... 05 

0.5 

04 

EVE . 

... 100 F HP MEN ULTRA LT SUM . . 

... 06 

0.6 

05 

EVE . 

... 100 F HP ULTRA LT SLIM . 

... 06 

0.5 

04 

F&L" . 

. . . KING F HP LT. 

... 10 

0.8 

NT 

F & L". 

. . . 100 FSP ULTRA LT . 

... 06 

0.5 

NT 

F & L‘* . 

. . . KING F SP MEN LT . 

... 11 

0.8 

NT 

F & L". 

. . . KING F SP LT. 

... 10 

0.8 

NT 

F & L'*. 

... 100 FSP LT. 

... 11 

0.8 

NT 

— F & L” .. 

... 100 F SP MEN LT. 

... 11 

0.8 

NT 

/^FAMOUS VALUE"_ 

. . . KING F SP FUL FLA. 

... 16 

1.1 

NT 

FAMOUS VALUE" 

KING F SP LT. 

... 11 

0.8 

NT 

FAMOUS VALUE"_ 

. . . KING F SP MEN LT. 

... 11 

0.8 

NT 

FAMOUS VALUE"_ 

... 100 FSP FUL FLA. 

... 16 

1.2 

NT 

FAMOUS VALUE" ... 

... 100 F SP LT. 

... 11 

0.8 

NT 

FAMOUS VALUE" . . . 

. . . 100 FSP MEN LT. 

... 10 

0.8 

NT 

FAMOUS VALUE" . . . 

. . . KING F SP ULTRA LT. 

... 06 

0-5 

NT 

i FAMOUS VALUE" . .. 

. . . 100 FSP ULTRA LT . 

... 05 

0.5 

NT 

LFAMOUS VALUE" . . . 

. . . KING NF SP . 

... 24 

1.6 

NT 

'"OEN/PRl LABEL"_ 

. . . KING NF SP . 

... 23 

1.6 

13 

GEN/PRI LABEL"_ 

. . . KING F SP FUL FLA. 

... 16 

1.3 

14 

GEN/PRI LABEL" .... 

... 100 F SP FUL FLA. 

... 17 

1.4 

15 

GEN/PRI LABEL"_ 

. . . KING F SP MEN FUL FLA. 

... 16 

1.3 

14 

GEN/PRI LABEL"_ 

... 100 F SP MEN FUL FLA. 

... 17 

1.4 

15 

- GENCO". 

. . . KING NF SP. 

... 24 

/<6 

NT 

- GENCO". 

. . . KING F SP . 

... 16 

^ 

NT 

GENCO" . 

... 100 FSP. 

... 11 

0.8 

NT 

GENCO" . 

. . , KING F SP LT. 

... 10 

0.8 

NT 

GENCO" . 

. . . KING F SP MEN LT . 

... 11 

0.8 

NT 

GENCO" . 

... 100 F SPLT. 

... 16 

1.2 

NT 

GENCO" . 

... 100 FSP MEN LT. 

... 11 

0.8 

NT 

GENCO" . 

. . . KING F SP ULTRA LT. 

... 06 

0.5 

NT 

! GENCO". 

... 100 F SP ULTRA LT . 

... 06 

0.5 

NT 

GENERIC". 

. . . KING F SP ULTRA LT. 

... 06 

0.7 

06 

GENERIC". 

. .. 100 FSP ULTRA LT . 

... 06 

0.7 

05 

GENERIC". 

. . . KING F SP MEN LT. 

... 11 

1.0 

12 

GENERIC" . 

. KING F SP LT. 

... 11 

1.0 

12 

GENERIC". 

... 100 F SP MEM LT. 

... 12 

1.1 

13 

GENERIC". 

... 100 F SPLT. 

... 12 

1.1 

13 

GENERIC". 

. . . KING F HP LT. 

... 11 

1.0 

12 

GOLDEN LIGHTS_ 

. . . KING F SP LT. 

... 08 

0.7 

10 

GOLDEN LIGHTS .... 

. . . KING F SF MEN LT . 

... 06 

0.7 

11 

GOLDEN LIGHT? .... 

... 100 F SP LT . 

... OS 

0.8 

10 

GOLDEN LIGHTS .... 

... 100 F SP MEN LT . 

... 09 

0.8 

10 

GOLDEN LIGHTS .... 

. . . KING F HP LT. 

... 07 

0.6 

09 

GOLDEN LIGHTS _ 

... 100 F HP LT . 

... 09 

0.7 

10 
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F«d«ral Trada Comnitttaa Tar, Nlcatiaa, and Carfcaa Monoxida Rapart 


Brand Name***'* 

GPA” 

Description 

. KING NF SP . 


TAR 

. 24 

NIC 

1.6 

CO 

NT 

gpa” 

. KING F SP . 


. 16 

1.1 

NT 

GPA” 

. 100 F SP. 



1.2 

NT 

GPA” . 

. . KING F SP LT. 


. 10 

0.8 

NT 

GPA”. 

. . KING F SP MEN LT. 


. 11 

0.8 

NT 

GPA” 

. . 100 F SP LT. 


. 11 

0.8 

NT 

GPA” . 

. . 100 FSP MEN LT . 

• « • 

. 11 

0.8 

NT 

GPA” . 

. . KING F SP ULTRA LT . 


. 06 

0.5 

NT 

GPA** 

. 100 F SP ULTRA LT . 


. 06 

0.5 

NT 

GPC”. 

. . KING F HP FUL FLA . 


. 18 

1.0 

15 

GPC”. 

. . KING F HP LT . 


. 11 

0.8 

12 

GPC APPROVED” - 

. . REG NF SP PLAIN . 


. 26 

1.5 

17 

GPC APPROVED”_ 

. . KING F SP LT. 


. 11 


12 

GPC APPROVED** - 

.. 100 FSP LONG LT . 


. 11 

0.8 

12 

GPC APPROVED** - 

. . KING F SP MEN LT . 


. 10 

-~o.O 

10 

GPC APPROVED” _ 

.. 100 FSP MEN LT . 


. 09 

0.7 

08 

GPC APPROVED” _ 

.. KING F SP ULTRA LT . 


. 06 

0.5 

07 

GPC APPROVED** _ 

.. 100 FSP ULTRA LT . 


. 06 

0.5 

07 

ftpr APPRnvFn” 

. . KING F SP . 


. 18 

1.0 

15 

cpr APPnrwFn” 

. . 100 F SP .. 


. 16 

1.0 

16 

GPC APPROVED** _ 

. . KING F SP MEN . 


. 16 

1.0 

14 

GPC APPROVED” _ 

. . 100 FSP MEN . 


. 15 

1.0 

16 

GRIDLOCK** . 

. . KING NF SP . 


. 24 

1.6 

NT 

GRIDLOCK" . 

. . KING F SP FUL FLA . 


. 16 

1.1 

NT 

GRIDLOCK” . 

. . 100 F SP LT . 


. 11 

0.8 

NT 

GRIDLOCK” . 

. . 100 FSP ULTRA LT . 


. 06 

0.5 

NT 

GRIDLOCK” . 

. . 100 FSP FUL FLA . 


. 16 

1.2 

NT 

HARLEY DAVIDSON . . . 

. . KING F SP . 


. 11 

0.8 

12 

HARLEY DAVIDSON . . . 

. . KING F SP LT . 


. 08 

0.7 

11 

HERBERT TAREYTON . . 

. , KING NF SP . 


. 25 

1.7 

18 

UFPITAfJF 1 IfSHTR 

100 F SP LT . 


. 11 

0.9 

14 

HERITAGE LIGHTS .... 

. . KING F SP LT . 


. 10 

0.9 

12 

HI-LITE . 

. . 100 F HP . 


. 13 

1.1 

13 

HORI7QN 

. . 100 F SP LT . 


. 11 

0.8 

11 

HORIZON . 

.. 100 FSP MEN LT . 


. 11 

0.9 

11 

HORIZON* . 

. . 85 F SP LT . 


. 11 

0.8 

12 

HORIZON* . 

. . 85 F SP MEN LT . 


. 11 

0.8 

12 

KENT 

. KING F SP . 



0.9 

13 

KENT . 

. . 100 FSP . 


. 13 

0.9 

13 

KENT . 

. . KING F HP . 


. 11 

0.8 

12 

KENT , , , 

. . 100 F SP MEN . 


. 13 

1.0 

13 

KENT . 

. . KING F SP III . 


. 03 

0.4 

04 

KENT .. 

. . 100 F SP PLAIN III . 


. 05 

0.5 

06 

KENT.'. 

. . 100 F HP III . 


. 04 

0.4 

oe 


. . 100 F SP MEN SUPER LG . 

• * . 

...... If. 

1.2 

16 

KOOL ... 

. . REG NF SP MEN . 


. 21 

1.3 

13 

KOOL. 

. . KING F SP MEN . 


. 16 

1.1 

16 

KOOL.. . 

. . KING F HP MEN . 

. . . 

. 15 

1.0 

15 
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fudaral Treda Comraiwiwi T«f, Kicotiiia, and CarfeM Monarida fUpart 


Brand Name***'* 

KOOL. 

KOOL. 

KOOL. 

KOOL. 

KOOL. 

KOOL. 

KOOL. 

KOOL* . 

KOOL. 

KOOL DELUXE . 
KOOL DELUXE . 
KOOL DELUXE . 

LAND M. 

LAND M. 

LAND M. 

LAND M. 

L AND M. 

L AND M. 

LAND M. 

LARK. 

LARK. 

LARK. 

LARK. 

LUCKY STRIKE 
LUCKY STRIKE 
LUCKY STRIKE 
LUCKY STRIKE 
LUCKY STRIKE 
LUCKY STRIKE 

MAGNA . 

MAGNA . 

MAGNA . 

MAGNA . 

MALIBU . 

MALIBU . 

MALIBU . 

MALIBU . 

MALIBU . 

MALIBU . 

MALIBU . 

MARLBORO . . . 
MARLBORO . . . 
MARLBORO . . . 
F/'ARLBORG . . . 
MARLBORO . . - 
MARLBORO . . . 
MARLBORO . . . 
MARLBORO . . . 


Description 

TAR 

NIC 

CO 

KING F SP MEN LT . 

. . . . 08 

0.7 

08 

100 F SP MEN LT. 

. . .. 08 

0.7 

09 

KING F SP MEN MILD . 

. ... 11 

0.9 

12 

100 F SP MEN MILD. 

. . . . 12 

0.9 

12 

KING F SP MEN ULTRA. 

. . . . 02 

0.2 

02 

100 F SP MEN ULTRA. 

. . . . 05 

0.5 

05 

KING F HP MEN MILD. 

. . . . 12 

0.9 

11 

KING F SP MEN ULTRA LT. 

. . . . 06 

0.6 

06 

LONG F SP MEN ULTRA LT. 

. . . . 06 

0.6 

07 

KING F HP MEN LT. 

. . .. 09 

0.8 

10 

LONG F HP MEN LT. 

. . . . 10 

0.9 

10 

LONG F HP MEN ULTRA LONG . . . 

. ... 06 

0.6 

07 

KING F SP . 

. . .. 13 

1.0 

12 

KING F HP . 

. . .. 13 

0.9 

12 

100 F SP LT 30 . 

. ... 11 

0.9 

09 

100 F SP LT LONG . 

. . . . 08 

0.8 

06 

100 FSP SUPER KING. 

. ... 11 

0.9 

12 

100FSPFUL 10PK-30. 

. . . . 14 

1.1 

13 

100 F SP ULT LT 10PK-30. 

. . . . 06 

0.5 

05 

KING F SP LT. 

. . . . 12 

0.9 

10 

100 FSP LT. 

. . . . 12 

1.0 

11 

KING FSP . 

. . . . 13 

1.0 

12 

100 F SP EXTRA LONG. 

. . . . 14 

1.1 

13 

REG NF SP. 

. . . . 25 

1.6 

16 

KING F SP . 

. ... 13 

1.0 

13 

KING F HP . 

. . . . 13 

1.0 

13 

100 FSP. 

. . . . 13 

1.1 

13 

KING F SP LT. 

. . .. 08 

0.7 

10 

100 FSP LT. 

. . . . 09 

0.8 

10 

KING FSP . 

. . . . 15 

1.2 

15 

KING F HP . 

. . . . 16 

1.2 

15 

KING F SP LT. 

. . . . 12 

0.8 

13 

KING F HP LT. 

. ... 11 

0.8 

12 

100 F SP. 

. . . . 15 

1.2 

15 

100 F SP LT. 

. . . . 09 

0.8 

11 

100 FSP MEN . 

. ... 11 

1.0 

11 

KING FSP . 

. . . . 15 

1.2 

14 

KING F SP LT. 

. . . . 09 

0.7 

09 

KING F SP MEN . 

. . . . 16 

1.3 

14 

100 F SP ULTRA LT . 

. . . . 06 

0.5 

07 

79 F HP. 

. . . . 16 

1.1 

14 

KING F SP . 

. . . . 16 

1.1 

14 

KING F SP 25. 

. . . . 16 

1.1 

14 

KING F SP MEN . 

. . . . 16 

1.0 

15 

100 F SP.. . . 

. . . . 16 

1.2 

15 

100 F HP. 

. . . . 16 

1.1 

15 

KING F SP LT. 

. . . . 11 

0.8 

11 

KING F SP ! T 25. 

. ... 11 

0.8 

11 
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Fadaral Trad* Commitaion Tar, Nicotine, and Carbon Maaexida Report 


Brand Nam**'* 
MARLBORO . 
MARLBORO . 
MARLBORO . 
MARLBORO . 


MARLBORO 


MARLBORO . 

MARLBORO 

MARLBORO* 

MARLBORO* 

MARLBORO* 

MAX _ 


MAX 


MERIT 

MERIT 

MERIT 

MERIT 

MERIT 

MERIT 

MERIT 


MERIT _ 

MERIT . 

MERIT _ 

MERIT _ 

{—MERIT DE-NIC' 
MERIT DE-NIC 
) MERIT DE-NIC' 
L —MERIT DE-NIC' 
MISTY SUMS 
MISTY SLIMS 
-MONEY** . . . 


MONTCLAIR 

MONTCLAIR 

MONTCLAIR 


MONTCLAIR 
MONTCLAIR 
MONTCLAIR 
MONTCLAIR 
MORE .... 
MORE .... 
MORE .... 
MORE .... 


MORE 

MORE 


MORE . . 
MORE . . 


NEWPORT 

NEWPORT 

NEWPORT 


Description 

TAR 

NIC 

CO 

KING F HP LT. 

. 11 

0.8 

11 

TOO F SP LT. 

. 10 

0.8 

11 

100 FHPLT. 


0.8 

12 

100 F HP MEN LT. 

. 09 

0.8 

10 

KING F HP MEN LT. 

. 10 

0.8 

10 

KING F HP ULTRA LT . 

. 06 

0.5 

06 

100 F HP ULTRA LT . 

. 06 

0.5 

07 

KING F HP MEN . 

. 15 

1.0 

15 

KING F HP MEDIUM . 

. 12 

0.8 

12 

KING F SP MEDIUM. 

. 12 

0.8 

13 

120 FSP. 

. 16 

1.2 

16 

120 FSP MEN . 

. 16 

1.2 

16 

KING FSP . 

. 07 

0.6 

09 

KING FSP MEN . 

. 08 

0.6 

09 

100 FSP. 

. 10 

0.8 

11 

100 FSP MEN . 

. 10 

0.8 

11 

KING F HP. 

. 08 

0.6 

09 

KING F SP ULTRA LT. 

. 05 

0.5 

05 

100 FSP ULTRA LT . 

. 05 

0.5 

06 

KING F SP MEN ULTRA LT . . 

. 05 

0.4 

06 

100 FSP MEN ULTRA LT- 

. 05 

0.5 

07 

KING F HP ULTRA LT . 

. 05 

0.4 

06 

100 F HP ULTRA LT . 

. 05 

0.5 

07 

KING FSP . 

. 09 

0.1 

07 

KING F SP MEN . 

. 08 

0.1 

06 

KING F SP ULTRA. 

. 04 

0.1 

02 

KING F SP MEN ULTRA .... 

. 04 

0.1 

03 

100 FHPLT. 

. 09 

0.8 

09 

100 FHPLT MEN. 

. 08 

0.7 

08 

KING F SP MEN LT . 

. 11 

0.8 

NT 

100 FSP. 

. 16 

1.2 

16 

100 F SP LT. 

. 12 

1.0 

13 

100 F SP MEN LT. 

. 12 

1.0 

13 

KING F SP LT. 

. 11 

0.9 

12 

KING F SP MEN LT. 


0.9 

12 

KING F SP . 

. 16 

1.2 

14 

100 FSP ULTRA LT . 

. 06 

0.5 

07 

120 F SP. 

. 16 

1.2 

19 

100 FHP LT. 

. 09 

0.8 

10 

120 F SP MEN . 

. 16 

1.4 

19 

100 F HP MEN LT. 

. 09 

0.7 

09 

120 F SP MEN LT. 

. 11 

1.0 

17 

120 F SP LT. 

. 12 

0.9 

18 

120 F SP WHT LI. 

. ___ 12 

O.S 

16 

120 F SP MEN WHT LT .... 

. 12 

1.0 

16 

KiNG P SP MEN . 

. 17 

1.3 

17 

KING F SP MEN 25 . 

. 17 

1.3 

17 

100 F SP MEN . 

. 19 

1.4 

19 
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Federal Trade Comnweae# Tir, Nicotina, and Carbon Monoxide Report 


Brand Name’"* 

NEWPORT . 

NEWPORT. 

NEWPORT. 

NEWPORT. 

-NEWPORT. 

NEWPORT. 

NEWPORT. 

‘ NEWPORT. 

NEWPORT STRIPE 
NEWPORT STRIPE 

NEXT. 

NEXT.. 

7 —NEXT* . 


a 


4 * 

v 


NEXT* . 

NEXT* . 

NEXT' . 

'-—NEXT* . 

- NEXT. 

r~NO FRILLS" . . . 
/ NO FRILLS** . . . 

I NO FRILLS** . . - 

NO FRILLS** . . . 

NO FRILLS" . . . 

NO FRILLS" . . . 

NO FRILLS** . . . 

NO FRILLS** . . . 

NOW . 

NOW . 

NOW . 

NOW . 

p- NOW . 

NOW . 

X OLD GOLD .... 

Jr OLD GOLD _ 

OLD GOLD .... 

OLD GOLD _ 

OLD GOLD .... 
PALL MALL .... 

PALL MALL_ 

PALL MALL_ 

PALL MALL_ 

PALL MALL_ 

PALL MALL GOLD 
PARLIAMENT . . 
PARLIAMENT . . 
PARLIAMENT . . 
PHILIP MORRIS . 
PHILIP MORRIS . 


Description 

TAR 

NIC 

CO 

100 F SP MEN 25. 

... 18 

1.4 

19 

KING F HP MEN .. 

... 16 

1.2 

16 

KING F SP MEN LT . 

... 08 

0.7 

11 

100 F SP MEN LT. 

... 09 

0.8 

10 

KING F HP MEN LT. 

... 08 

0.7 

11 

100 F HP MEN . 

... 19 

1.4 

19 

100 F HP MEN LT. 

... 08 

0.7 

09 

100 F HP STRIPES . 

... 11 

0.9 

14 

100 F HP MEN SUM LT. 

... 10 

0.8 

11 

100 FHP. 

... 11 

0.9 

14 

KING F SP MEN LO TAR . 

... 09 

0.1 

08 

100 F SP LO TAR. 

... 09 

0.1 

09 

100 FSP MEN LO TAR . 

... 09 

0.1 

07 

KING F SP ULTRA LO TAR. 

... 05 

0.1 

05 

KING F SP MEN ULTRA LO TAR . . 

... 03 

0.1 

03 

100 F SP ULTRA LO TAR. 

... 04 

0.1 

04 

100 F SP MEN ULTRA LO TAR . . . 

... 06 

0.1 

05 

KING F SP LO TAR . 

... 09 

0.1 

09 

KING F SP LT. 

... 10 

0.8 

NT 

KING F SP MEN LT . 

... 11 

0.8 

NT 

100 FSP LT. 

... 11 

0.8 

NT 

100 FSP ULTRA LT . 

... 06 

0.5 

NT 

100 FSPFULFLA . . .. 

... 16 

1.2 

NT 

100 FSP MEN LT. 

... 11 

0-8 

NT 

KING F SP ULTRA LT. 

... 06 

0.5 

NT 

KING F SP . 

... 16 

1.1 

NT 

100 FSP. 

... 02 

0.2 

03 

KING F SP . 

... 01 

0.1 

02 

KING FSP MEN . 

... 01 

0.1 

02 

100 F SP MEN . 

... 02 

0.2 

03 

KING F HP. 

. <0.5 

<0.05 

<0.5 

100 FHP. 

. <0.5 

<0,05 

<0.5 

KING FSP. 

... 17 

1.3 

17 

100 FSP. 

... 18 

1.4 

18 

KING NF SP STRIGHT . 

... 26 

1.8 

18 

KING F SP LT. 

... 08 

0.7 

10 

100 F SP LT. 

... 12 

1.0 

14 

KING NF SP. 

... 26 

1.8 

16 

100 FSP LT. 

... 09 

0.8 

11 

100 FSP. 

... 15 

1.2 

14 

KING F SP RED. 

... 15 

1.2 

13 

100 F SP RED. 

... 15 

1.2 

14 

100 FSP LT. 

... 15 

1.2 

14 

KING F HP LT. 

... 09 

0.7 

09 

KING F SP LI . 

... 09 

0.7 

10 

10 U F SP LT . . 

... «2 

0.9 

11 

KING NF SP COM . 

... 27 

1.7 

16 

REG NF SP. 

... 22 

1.4 

12 
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Fader*) Trade Commieaiee Ter, Nicotine, and Carfaea Monoxide Report 


Brand Name* 
PHILIP MORRIS . 
PHILIP MORRIS . 

PICAYUNE*_ 

PLAYERS . 

PLAYERS . 

PLAYERS . 

PLAYERS . 

PLAYERS . 

PLAYERS . 

PLAYERS . 

PLAYERS . 

PLAYERS __ 

PYRAMID. 

PYRAMID. 

PYRAMID. 

PYRAMID. 

PYRAMID. 

PYRAMID. 

PYRAMID . 

PYRAMID. 

PYRAMID. 

RALEIGH. 

RALEIGH. 

RALEIGH. 

RALEIGH. 

RALEIGH. 

RALEIGH EXTRA 
RALEIGH EXTRA 
RALEIGH EXTRA 
RALEIGH EXTRA 
RALEIGH EXTRA 
RALEIGH EXTRA* 
RALEIGH EXTRA* 
RALEIGH EXTRA* 
RALEIGH EXTRA 
RICHLAND . . . 
RICHLAND . . . 
RICHLAND . . . 
RICHLAND . . . 
RICHLAND . . . 
RICHLAND . . . 
RICHLAND . . . 
RICHLAND . . . 
RICHLAND . . . 
RICHLAND . . . 
RICHLAND . . . 

RITZ. 

R1TZ. 


Description 

TAR 

NIC 

CO 

100 F HP INTL . 

. 16 

1.1 

15 

100 FHP MEN INTL . 

. 16 

1.2 

15 

REG NF SP. 

. 18 

1.2 

12 

REG NF HP. 

. 25 

1.8 

15 

KING FHP . 

. 11 

0.8 

11 

KING F HP MEN . 

. 11 

0.8 

11 

100 FHP. 

. 14 

1.0 

12 

100 FHP MEN . 

. 14 

1.0 

12 

KING F SP LT 25. 

. 10 

0.8 

10 

KING F SP MEN LT 25. 

. 10 

0.8 

10 

100 F SP LT 25 . 


0.9 

13 

100 F SP MEN LT 25. 

. 11 

0.9 

13 

KING F SP LT. 

. 11 

0-8 

12 

100 F SPLT. 


0.9 

12 

100 FSPMEN LT. 

. 11 

0.9 

12 

KING NF SP . 

. 21 

1.3 

14 

100 F SP ULTRA LT . 

. 05 

0.5 

05 

KING F SP FUL FLA. 


1.0 

13 

KING F SP MEN FUL FLA. 

. 13 

1.0 

13 

100 FSP FUL FLA. 

.. 15 

1.1 

14 

100 FSPMEN FUL FLA. 


1.1 

14 

KING FSP . 

. 15 

1.0 

14 

100 FSP. 

. 15 

1.0 

15 

KING F SP LT. 

. 11 

0.9 

12 

100 F SPLT. 

. 12 

0.9 

14 

REG NF SP. 

. 23 

1.4 

16 

KING FSP . 

. 17 

1.0 

17 

100 FSP. 

. 16 

0.9 

18 

KING F SP LT. 

. 11 

0.7 

13 

LONG F SPLT . 

. 12 

0.8 

15 

KING F SP MEN LT. 

. 10 

0.7 

11 

KING F SP ULTRA LT. 


0.5 

07 

LONG F SP ULTRA LT. 

. 06 

0.5 

07 

KING NF SP . 

. 25 

1.3 

17 

100 F SP MEN LONG LT . 

. 09 

0.7 

10 

KING F SP . 

...... 17 

1.2 

14 

KING F SP 25. 

. 17 

1.2 

14 

KING F SP MEN . 

. 16 

1.1 

15 

KING F SP MEN 25. 


1.0 

15 

KING F SP LT 25. 

. 12 

0.9 

12 

KING F SP LT. 

. 12 

0-9 

12 

100 F SP. 

. 17 

1.3 

16 

100 F SP 25. 


1.3 

16 

100 F SP LT. 

. 13 

1.0 

14 

100 F SPLT 25 . 

. 13 

0.9 

14 

100 F SP MEN LONG. 

. 16 

1 .'$ 

IS 

100 F HP MEN . 

. 11 

0.9 

11 

100 F HP. 

. 10 

0.8 

10 
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Fafcrai Trad* Commiatien Tar, Nicatina, and Carbon Maaaxida Raport 


Brand Name* 

Description 

TAR 

NIC 

CO 

RIVIERA". 

_KING F HP MEN . 

. . . . 17 

1.2 

16 

RIVIFRA" 

. . . 100 F HP MEN . 

.... 17 

1.2 

17 

SALEM. 

.... KING F SP MEN . 

. . . . 17 

1.3 

16 

SALEM. 

_85 F HP MEN. 

. . . . 17 

1.2 

16 

SALEM. 

_100 F SP MEN LT. 

.... 08 

0.7 

10 

SALEM. 

_KING F SP MEN LT. 

.... 10 

0.7 

12 

SALEM. 

_100 F SP MEN . 

.... 17 

1.2 

16 

SALEM. 

_100 F HP MEN SLIM LT. 

.... 09 

0.7 

09 

SALEM. 

_KING F SP MEN ULTRA LT. 

.... 05 

0.4 

07 

SALEM. 

_100 F SP MEN ULTRA LT. 

.... 05 

0.4 

07 

SALEM. 

_100 F HP MEN LT CUS CASE- 

... . 12 

0.9 

11 

.SALEM* . i. 

_85 F SP MEN GOLD. 

.... 17 

1.2 

NT 

SARATOGA 

1 20 F HP... 

.... 14 

1.1 

14 

SARATOGA . 

! .. . 120 F HP MEN . 

.... 14 

1.1 

13 

ratin 

.... 100 F SP . . .. 

.... 11 

0.9 

13 

SATIN . 

_100 F SP MEN . 

.... 11 

0.9 

13 

<?A\A/Y" 

100 F SP LT. 

.... 10 

0.9 

11 

SAVVY**. 

_100 F SP MEN LT. 

.... 10 

0.9 

11 

SAVVY" . 

.... 100 F SP ULTRA LT . 

.... 05 

0.5 

05 

SCOTCH BUY". 

_KING F SP FUL FLA. 

.... 15 

1.2 

15 

SCOTCH BUY". 

_100 FSP FUL FLA. 

.... 15 

1.2 

17 

SCOTCH BUY". 

_KING F SP LT. 

.... 10 

0.9 

11 

SCOTCH BUY". 

_100 F SP LT 100 . 

.... 09 

0.8 

09 

SCOTCH BUY”. 

_KING F SP MEN LT... 

.... 11 

0.9 

12 

SCOTCH BUY**. 

_100 F SP MEN LT. 

.... 11 

1.0 

10 

SCOTCH BUY** . 

_100 F SP ULTRA LT . 

.... 05 

0.5 

06 

SCOTCH BUY". 

_KING F SP ULTRA LT. 

.... 05 

0.5 

07 

Qll V/A THIWR 

100 F HP .. 

.... 11 

0.9 

11 

SILVA THINS. 

_100 F HP MEN . 

.... 12 

1.0 

11 

SPRING.. 

.... 100 F SP MEN . 

.... 19 

1.5 

19 

SPRING*.. 

_KING F SP MEN LEMON LT . 

.... 08 

0.7 

12 

SPRING*. 

.... 100 F SP MEN LT LEMON .. 

.... 10 

0.8 

14 

STERLING. 

_100 FSP FUL FLA. 

.... 15 

1.1 

16 

STERLING. 

_100 F SP MEN FUL FLA . 

.... 16 

1.2 

16 

STERLING. 

_100 F SP LT. 

.... 10 

0.8 

11 

STERLING. 

_100 FSP MEN LT. 

.... 09 

0.8 

10 

STERLING* . 

_KING F SP FUL FLA. 

.... 14 

1.0 

15 

STERLING* . 

.... KING F SP MEN FUL FLA . 

.... 14 

1.0 

15 

STERLING* . 

_KING F SP LT. 

.... 09 

0.8 

12 

STERLING* . 

_KING FSP MEN LT . 

.... 10 

0.7 

12 

STERLING* . 

.... 100 F HP SUM LT. 

.... 08 

0.7 

09 

STERLING* . 

.... 100 F HP MEN SUM LT. 

.... 08 

0.7 

09 

STERLING* . 

_100 F SP ULTRA LT . 

.... 04 

0.4 

07 

STERLING* . 

_100 F SP MEN ULTRA LT. 

.... 04 

0.4 

07 

CTYLr 

_ 100 F HP LT . 

.... 11 

O.S 

IS 

STYLE . 

.... 100 F HP MEN LT. 

.... 11 

0.5 

-.3 

STYLE ULTRA. 

_100 F HP LT . 

.... 04 

0.4 

05 

TALL . 

_120 F SP. 

.... 17 

1.4 

18 
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Fadaral Tnida Commisriaa Tar, lieotina, surf Carbea Manaxiia Rapart 


Brand Nama* ” « 

TALL . 

TAREYTON. 

TAREYTON. 

TAREYTON . 

TAREYTON . 

TRIUMPH . 

TRIUMPH . 

TRIUMPH . 

TRIUMPH . 

TRUE . 

TRUE . 

TRUE ... i. 

TRUE. 

TRUE* .. 

TRUE*. 

VALUE & QUALITY’* . 

VALUE & QUALITY” . 

VALUE & QUALITY” . 

VALUE & QUALITY” . 

VALUE & QUALITY” . 

VALUE & QUALITY” . 

VALUE & QUALITY” . 

VALUE & QUALITY” . 

VANTAGE . 

VANTAGE . 

VANTAGE . 

VANTAGE . 

VANTAGE . 

VANTAGE* . 

VANTAGE* . 

VANTAGE . 

VICEROY .. 

VICEROY . 

VICEROY . 

VICEROY . 

VICEROY . 

VICEROY . 

VICEROY . 

VICEROY . 

VIRGINIA SLIMS . 

VIRGINIA SLIMS . 

VIRGINIA SLIMS . 

VIRGINIA SLIMS . 

VIRGINIA SLIMS . 

VIRGINIA SLIMS . 

VIRGINIA SLIMS . 

VIRGINIA SLIMS . 

VIRGINIA SLIMS . 


Description 


TAR 

NIC 

CO 

120 F SP MEN . 


... 16 

1.4 

14 

KING F SP . 


... 14 

1.0 

15 

100 FSP. 

. . « , , 

... 14 

1.0 

17 

KING F SP LT. 


... 05 

0.5 

06 

100 F SP LONG LT. 


... 08 

0.7 

08 

KING F SP . 


... 03 

0.3 

04 

KING F SP MEN . 


... 04 

0.4 

04 

100 FSP. 


...05 

0.4 

06 

100 FSP MEN . 


... 05 

0.5 

06 

KING FSP . 


...04 

0.4 

05 

KING F SP MEN . 


... 04 

0.4 

05 

100 FSP .. 


...06 

0.6 

07 

100 FSP MEN . 


... 06 

0.6 

07 

KING F HP. 

. * . . . 

... 04 

0.4 

05 

100 FHP. 


. . . 06 

0.6 

07 

85 F SP FUL FLA . 


. . . 15 

1.2 

15 

100 FSP FUL FLA. 


... 15 

1.2 

17 

85 F SP LT. 


. . . 10 

0.9 

11 

100 F SP LT. 


. . . 09 

0.8 

09 

85 F SP MEN LT. 


. . . 11 

0.9 

12 

100 F SP MEN LT. 


. .. 11 

1.0 

10 

100 FSP ULTRA LT . 


. .. 05 

0.5 

06 

85 F SP ULTRA LT . 


.. . 05 

0.5 

07 

100 F SP. 


. . . 09 

0.7 

10 

KING F SP . 


. . . 09 

0.6 

10 

100 FSP ULTRA LT . 


... 05 

0.4 

07 

KING F SP ULTRA LT. 


. .. 05 

0.4 

07 

KING F SP MEN . 


...09 

0.7 

12 

83 F HP ULTRA LT. 


. . . 05 

0.4 

06 

100 F HP ULTRA LT. 


. . . 04 

0.4 

07 

100 F SP MEN . 


. . . 08 

0.6 

11 

KING FSP . 


. . . 17 

1.2 

14 

100 F SP. 


.. . 17 

1.2 

15 

KING F SP LT. 


. . . 11 

0.9 

12 

100 F SPLT. 


... 12 

0.9 

13 

KING F HP . 


. . . 16 

1.1 

14 

100 FHP. 


... 16 

1.2 

14 

KING F HP LT. 


. . . 11 

0.9 

12 

100 F HP LT. 


. . . 12 

0.9 

14 

1 00 F SP SLIM. 


. . . 15 

1.0 

13 

100 FSP MEN SLIM . 


. .. 15 

1.0 

12 

100 F HP SUM LT. 


. . . 08 

0.7 

08 

100 F HP MEN SLIM LT . . . . 


. . . 08 

0.7 

08 

1 20 F H p SUM LT.. 


. . . 14 

1.1 

13 

120 F HP MEN SLIM LT . . . . 


. . . 13 

1.0 

13 

lOu P HP ULTRA LT. 


. . . OS 

0.5 

06 

100 F HP MEN ULTRA LT . . 


... 05 

0.5 

05 

100 F HP SUPER SLIM. 


. . . 06 

0.5 

07 
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Fadaral Trad* Comtnissisn Tar, Micatiaa, aai Carbao Monarid* Rapart 


Brand Name*’* -< 

Description 

TAR 

NIC 

CO 

VIRGINIA SUMS . . . . 

_100 F HP MEN SUPER SLIM- 

. 06 

0.5 

06 

WINSTON. 

.... 100 F SP. 

. 17 

1.1 

17 

WINSTON. 

_KING F SP . 

. 18 

1.5 

14 

WINSTON. 

_KING F HP . 

. 17 

1.2 

16 

WINSTON_ 

_100 F SP LT. 

. 11 

0.8 

12 

WINSTON. 

-KING F SP LT. 

. 10 

0.7 

11 

WINSTON. 

_KING F HP LT. 

. 09 

0.7 

12 

WINSTON. 

_100 FSP ULTRA LT . 

. 04 

0.4 

06 

WINSTON. 

_KING F SP ULTRA LT. 

. 06 

0.6 

08 

WINSTON. 

_100 FHP LT. 

. 11 

0.8 

12 

WINSTON*. 

_83 F HP ULTRA LT. 

. 06 

0.5 

08 

WINSTON*. 

_100 FHP ULTRA LT . 

. 06 

0.6 

07 
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